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PAGE 01 CARACA 08191 062045Z 

67 

ACTION ARA-10 

INFO OCT-01 EUR-12 ISO-00 CIAE-00 DODE-00 INR-07 NSAE-00 

PA-02 USIA-15 PRS-01 SP-02 INT-05 OES-06 AID-05 FEA-01 

EB-07 COME-00 /074 W 

029160 

R061907Z JUL 76 
FM AMEMBASSY CARACAS 
TO AMCONSUL CURACAO 
INFO SECSTATE WASHDC 3847 
AMEMBASSY THE HAGUE 

UNCLAS CARACAS 8191 

E.O. 11652: N/A 

TAGS: EAID, ENRG, SWEL, MILI, NA, VE 
SUBJ: CURACAO WATER SHORTAGE 

REE: CARACAS 8159 

1. AMCONSULATE MARACAIBO REPORTS THE SEALIFT ARTIC ARRIVED 
MARACAIBO AT 23:00 ON JULY 4. THE SEALIFT ARTIC COMPLETED 
FLUSHING ITS TANKS AND COMMENCED LOADING WATER AT 14:00 ON 
JULY 5 AND PLANS TO DEPART FOR CURACAO AT 15:00 ON JULY 6 
WITH APPROXIMATELY 14,000 TONS OE WATER ON BOARD. CAPTAIN 
ASHLEY M. GORDON INFORMED THE CONSUL THAT HE HOPES TO MAKE 12 
ROUND TRIPS DURING THE NEXT 30 DAYS. MARACAIBO REPORTS THAT THE 
WATER WORKS (INOS) CREWS WERE ON THE DOCK WAITING FOR THE 
SEALIFT ARTIC AND THAT THERE HAVE BEEN NO TECHNICAL DIEFICULTIES. 
OFEICIALS OF THE NETHERLANDS ANTILLES AND INOS ARE COORDINATING 
THE SCHEDULES OF THE SEALIFT ARTIC AND THE STOLT-PUMA TO TRY 
AND ASSURE THE MAXIMUM TONNAGE OF FRESH WATER FOR CURACAO. 
AMCONSULATE MARACAIBO WILL MAINTAIN CONTACT WITH THE 
SEALIFT ARTIC DURING THE DURATION OF THE OPERATION. THE CONSUL 
DELIVERED A WRITTEN COPY OF THE PORT CLEARANCE FOR THE 
SEALIFT ARTIC TO CAPTAIN GORDON FOR HIS RECORDS. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: WATER SUPPLY SYSTEM 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 06 JUL 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976CARACA08191 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760260-0892 
From: CARACAS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760789/aaaadagm.tel 

Line Count: 52 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ARA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 CARACAS 81 59 
Review Action: RELEASED, APPROVED 
Review Authority: schwenja 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 6 MAR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <16 MAR 2004 by ThomasVJ>; APPROVED <05 AUG 2004 by schwenja> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CURACAO WATER SHORTAGE 
TAGS: EAID, ENRG, SWEL, MILI, NA, VE 
To: CURACAO 
Type: TE 
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